Electric actuated gate valve in Iraq 


Middleeast valve is topmost Electric actuated gate valve in Iraq. We supply to cities like Muscat, 
Erbil, Ankara, and Aleppo. An electric actuated gate valve is a type of valve that is controlled by an 
electric actuator to open and close the gate inside the valve. 


Description: 


Body Material: Cast Iron, Ductile Iron, 316L, SS304, SS316,CF8M, SS316L, SS904L,WCb, WCC, WC9, 
WC6 


Size: DN15 to DN700 

Pressure: PN10 to PN450,150 to 2500 
End: Flanged, Socket weld, Butt weld. 
Operation: Electric actuated. 

Electric actuator details- 


e Torque-3-9nm 

e Operating pressure- 8 Bar 
e Port Connection-NPT1.4” 
e Mounting Base-ISO5211 

e Temperature--20°C - +80°C 


The gate acts as a barrier to stop or allow the flow of fluid or gas. Here is an overview of the function 
of an electric actuated gate valve: 


e Opening the valve: When an electric signal is sent to the actuator, it rotates a motor that 
drives a gear train to open the valve. As the gate rises, it allows the fluid or gas to flow 
through the valve. 


e Closing the valve: When the electric signal is turned off, the actuator rotates the motor in 
the opposite direction, causing the gate to close. As the gate descends, it creates a barrier 
that stops the flow of fluid or gas. 


e Control and monitoring: Electric actuated gate valves can be controlled and monitored 
remotely, allowing for precise and efficient control of the flow of fluid or gas. They can also 
be connected to a control system, such as a programmable logic controller (PLC), to 
automate the valve's operation. 


e Safety features: Electric actuated gate valves can be equipped with safety features, such as 
limit switches, position indicators, and overload protection, to prevent damage to the valve 
and ensure safe operation. 


Middleeast valve is the leading Electric actuated gate valve in Irag and offer precise control, remote 
monitoring, and safety features, making them a popular choice for applications that require 
automated and efficient valve operation. 


Types of Electric Actuated Valves: 


e Electric ball Actuated Valve 
e = Electric butterfly Actuated valve 
e = Electric globe Actuated valve 


e Electric Gate Actuated Valve 
Advantages: 
1.Increased efficiency 
2.Remote control 
3.Easy maintenance 
4.Long service life 
5.Flexibility 
Industries: 
e Oil and gas industry 
e Automotive industry 
e Marine 


e Water treatment 
e Power generation 


Visit Us: -_https://www.middleeastvalve.com/product-category/electric-actuated-gate-valve/ 


